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Doctors Weigh 
Nixon Surgery 
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Nixon’s doctor' should . 
know early next. - week 
whether surgery is needed . 
to check the ' flow ’oT 'po-' 
tentially fatal blood cljots 
in the former President’s 
leg, a hospital source 'said:^ 
today. ■ - 7 ^. 


The decision will- rest 
on the res ults of ' compu- 
terized studies '.that, ;will 
' determine if 3Ir. Nixon is 
among a small percentage 
, vOf phlebitis sufferers who 
do ' not respond; f av-orab^Iy*, 
to drug therapy. , 

j ‘"This information should 
|j,;;J)e availahlc to &e short-' 
| ly,”, said .Mr. Nixpn’s per-; 

sonal j physician, 'Dr. John 
i C Lungren, - in his dast^ 
' . medical bulletin fFriday. 

* : -No health report on Mr.'" 
Nixon fwas. issued todajrj 
and- none wa/^-sciieduIed-' 
until . noon , Monday 


'“unless major change, 
occurs in the former Pres-, 
ident’s condition- or treat-; 


ment,” Lungren said. 



